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No. S.E./P.W.D./B.&R./Ambala/1151.-Whereas it appears to the Governor of Haryana that 
land is likely to be needed by the Government, at public expenses , for a public purpose , namely, for 
the construction of link road from Berheri road to Nagawan in Ambala District, it is hereby notified 
that the land described in the specification below is required foi the above purpose. 

· This notification is made under the provisions of section 4. of the Land Acquisition Act, 
1894 to all whom it may concert . 
In cxercise of the powers conferred by the aforesaid section the Governor 

of 

Haryana is 
pleased to authorise the officers , for the time being, engaged in the urdertaking with their servants 
and workmen to enter upon and survey any land in the locality , and do all other acts required or 
permitted by that section . 

Any person interested in the above land , who has any objection to the acquisition thereof, 
may within thirty days after the date on which public notice of the substance of this notification is 
given in the locality , file an objection in writing, before the Land Acquisition Collector, Public 
Works Department, Buildings and Roads Branch , Ambala Cantt . 

SPECIFICATION 
District 

Tehsil Locality / Village Hadbast Area in 

Khasra No. 
No. 

Acres 
Ambala Naraingarh Nagawan 

122 0.60 

30 


4 /2,6 /4 , 7/1, 7/2, 14/1 , 15/1 , 

30 


15/2 , 15/3 
69, 70, 76 , 77, 140 , 141, 142 , 

143, 144 , 118 , 119 


The 12th October , 1979 
No. ŞE /P.W.D./B & R /Ambala / 1152.--- Whereas it appears to the Governor of Haryana that 
land is likely to be needed by the Government, at public expense , for a public purpose , namely , 
for construction of link road from G.M.D. road to Rapipur in Ambala Disirict, it is hereby notified 
that the land described in the specification below is required for the above purpose . 

This notification is made under the provisions of section 4 of the Land Acquisition Act, 1894 , 
of all whom it may concern . 

In exercisi of the power conferred by the aforesaid section the Governor of Haryana is pleased 
to authorise the officers, for the time being engaged in the undertaking with their servants and workmen 
to enter upoo and Jrvey any land in the locality and do all other acts required or permitted by 
that section . 

Any pors interested in the above land , who has objection to the acquisition thereof , 
may within thirty Tays after the date on which public notice of the substance of the this notification 
is given in th : lo sility , file an objec.ion in writing b -fore the Land Acquisition Collector , 
Pablic Works, Dipartnnt, Building and Rods Branch , Ambala Cantt . 

SPECIFICATION 


District 


Tehsil 


Locality / 
Village 


Hadbast Area in 
No. acres 


Khasra No. 


Ambala 


Jagadhri 


Ranipur 


256 


4.16 ? 


12 


26 


7 , 8 , 9, 12 , 13, 14 , 16 , 

13 


+ 


. 18 , 19 , 20 , 21, 22 , 


23, 24/1, 242 


20 


20/2 , 21/1 , 


21 


11 , 12 , 


13, 14 , 16 , 1711, 17/2 , 


21 


18 , 19, 25 
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District 


Tehsil 


Locality 
Village 


Hadbast 

No. 


Area ia 

acres 


Khasra No. 


Ambala 


Jagadhri 


Ranipur 


256 


4.16 


22 


1 , 2 , 7 , 8 , 9 , 10 , 13 , 14/1 , 14/2 , 


22 


15 , 16/2 , 16/1 


23 


4/1 , 4/2 , 5 , 6 


73 , 74 , 62 


No. S.E /P.W.D / B & R /Ambala /596. - Whereas the Governor of Haryana is pleased that land specified 
below is needed by the Goverament, at public expense , for public purpose, namely , constructing a link 
road from SB road to Singhpura , Tehsil Jagadhri, District Ambala 

It is hereby declared that the land desgribed in the specification below is required for the above 
purpose . 


This declaration is made under the provision of seotion 6 of the Land Acquisition Act, 1894 ,. to 
all whom it may concern and under the provisions of section 7 of the said Act, the Land Acquisition 
Collector, Haryana , P.W.D., B. and R. Branch , Ambala Cantt . hereby directed to take orders for the 
acquisition of the said land . 


* 


Plans of the land may be inspected in the office of the Land Acquisition Collector, Haryana , 
P. W. D., B. and R. Branch , Amtala Cantt. and the Executive Engineer , Provincial Division No. 1 
Ambala Cantt . 

SPECIFICATION 


District 


Tehsil 


1 


Locality / Hadbast 
Village No. 


Area in 
acret 


Rectangle /Killa Nos. 


Ambala 


Jagadhri 


Singhpura 


53 


1.83 


6 


> 


6 , 7/1, 15 , 16 , 17, 24 , 25/1, 25/2 , 14 


11 


• 


4 , 5/1, 5/2 , 6, 7, 13, 14 , 17, 18, 22/2 , 23 

13 


2/1, 2/2 , 3/1 , 3/2 , 8 , 29, 30 , 34 


Do 


Do 


Fatehgarh Tumbi 


59 


5.42 


4 


2 , 9/1 , 9/2 , 10/2 , 11, 12 , 20 , 21 


5 


16/1, 25/1 , 25/2 , 


7 


8 


5/1, 5/2 , 6 


1 , 10/1 , 10/2 , 11/1 , 11/2, 


8 


12 , 19 , 20 , 21 , 22/1 , 22/2 
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District 


Tehsil 


Localityl Hadbast 
Village 

No. 


Area in 
acres 


Reciangle /Killa No. 


Ambala 


Jagadhri 


59 


5.42 


13 


Fatehgarh 
Tumbi 


2/1, 2/2 , 3 , 8/1 , 8/2 , 9 , 12, 13/1, 


13 


13/2 , 17 , 18/1 , 18/2 , 23 , 24 

17 


4/1 , 4/2, 6, 7/1 , 7/2, 14 , 15/1 , 

17 


15/2 , 16/1 , 16/2 , 25/1 , 25/2 , 25/3 
18 

21 


21 


iji, 1/2 , 1/3, 10/1, 10/2 , 

21 


Do 


Do 


59 


11/1 11/2 , 12 , 19/1, 1912 , 20/1, 22/1 , 22/2 

30 


2/4 , 2/5, 2/6 , 3 , 8/2 , 8/3 , 9, 


22 


32, 52, 170 , 172, 


Ambala 


Jagadhri 


5 


Total : 


7.25 


The 16th October , 1979 
No. S.E./P.W.D./B&R/Ambala/1153.-Whereas it appears to the Governor of Haryana that 
fand is likely t be Beeded by the Government, at public expenses for a public purpose construction 
a Link Road from Ambala Kala Amb Road to village Baragarh Tehsil Naraingarh in Ambala 
District, it is hereby notified that land described in the spocification below is required for the 
above purpose . 

This notification is made under the Provision of section 4 of the Land Acquisitiou Act , 
1894 , to all whom it may concern . 

In exercise of th : powers conferred by the " aforesaid section , the Governor of Haryana , 
is pleased to authorise the officers, for the time being engaged in the undertaking with their 
servants and workmen to enter upon and survey any land in the locality and do all other Acts, 
required or permitted by that section . 

Any person interested in the above land , who has any objection to the acquisition thereof, 
may , within thirty days after the date on which public notice of the substance of this notification 
is given in the locality file an objection in writing before the Land Acquisition Collector, Public 
Works, Department, Building and Road Branch , Ambala Cantt . 

SPECIFICATION 


District 


Tehsil 


Khasra No. 


Remarks 


Locality / 
Village 


Hadbast 
number 


Area 

in 
Acre 


Ambala 


Naraingarh 


Baragarh 


66 


0.46 


16 


21 


21 


20 


1 


2 


17 


16 16 
15 
1 

2 
61, 65, 234 , 245 , 108 


(Sd . ) . 


Superintending Engineer, 
Ambala Circle , P.W.D., B. & R . Branch , 

Ambala Cantt. 


